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Berkshire 
Bulk/Car Carrier - 31,475 d.w.t. 


Captain Underhill G.V 
Chief Eng Officer Collins R.H 





Chief Officer Robins M.R 2nd Eng Officer Packer C.R 
2nd Officer Ashcroft M.E 3rd Eng Officer Keenan K.M 
3rd Officer McLaughlin T.F 4th Eng Officer Wild R.H 
Deck Cadet Cross W.M Engineer Cadet Hayter B.J 
Deck Cadet Perry D Engineer Cadet Makinson W.D 

Radio Officer Glover G.F Electrical Officer Evans S 


Purser Reed A 
C.P.0 Wing T.Y 
Carpenter Ming W.S 
Cook PoC 
Leading Steward Man Y.W 





Cambridgeshire 


Bulk Carrier - 71,600 d.w.t. 
(ex Mersey Bridge) 


Captain Grey E.H 
Chief Eng Officer Griggs M.R 





Chief Officer Morris D.J.M 2nd Eng Officer Moorhouse F 
2nd Officer Scrimgour P 3rd Eng Officer Austen S.J.S 
3rd Officer Browne D.G 4th Eng Officer Nesbitt D.A 
Deck Cadet Wright P.W.J Jnr Eng Officer Shelton S 
Deck Cadet Schofield A Jnr Eng Officer Rogers G 

Radio Officer Foley B.J Engineer Cadet Campbell J.C 

Purser Hamer E.P Engineer Cadet Barker R.C 


Electrical Officer Stobbart D 
C.P.0 Dasgupta S 
P.O. Das K.N 
P.O. Dutta A.C 
Carpenter Tweedie J 
Cook Singh P.N 





Cheshire IV 


Geared bulk Carrier - 31,475 d.w.t. 


Captain Clayton D.R 
Chief Eng Officer Baker | 





Chief Officer Young K.N 2nd Eng Officer Hartley M.R.W 
2nd Officer Anderson P 3rd Eng Officer Pritchard S.L 
3rd Officer Best J.W.R 4th Eng Officer Edward D 
Deck Cadet Molloy G.J Engineer Cadet Herd P.M 
Deck Cadet Gunn J.S Engineer Cadet Hassall C.M 

Radio Officer Janes J.H Electrical Officer Gibson J.A 

Purser Rogan J.A 
C.P.0 Hoi Y.K 
Carpenter Sang P.W 
Cook KimL 


Leading Steward Shing L.P 


Dart Atlantic 
Container - 28,488 d.w.t. 


Captain Thomas C.O 
Chief Eng Officer Kelly P.A 





Chief Officer Brown P.A 2nd Eng Officer Hartharn P.J 
2nd Officer Holcombe B 3rd Eng Officer Ruffle F.T 
Ext 2nd Officer Pargiter J.H 4th Eng Officer Taylor J.D 
Radio Officer Fell A.E Jnr Eng Officer Wilburn R.M 
Purser Willis F.J Jnr Eng Officer Killen J.C.J 


Jnr Eng Officer Dick P.J 
Electrical Officer Kennedy A 
Bosun RyanR 
Senior Motorman Golden D 
Cook Trotman D 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Devonshire II 
Gas Carrier - 52,647 cubic metres 


Ashton J.M 
Gaukrodger C.S 
Haigh R.A 
Jackson P.H.M 
Murtagh S.K 
Harding J.E 
Barraclough J 


Captain Edwards R.A.F 
Chief Eng Officer MacDonald D.J 


2nd Eng Officer 
Cargo Engineer 
3rd Eng Officer 
4th Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 


C.P.0 Hodges A.J 
Cook Traynor F 
Storekeeper Owen R.M 





Dorsetshire 


Bulk Carrier - 79,513 d.w.t. 
(ex Atlantic Bridge) 


Addinall J 
Kachno A 
Gillett R.B 
Wood R.A 
Spiers W.J 
Fraser G.J 
Cook R.C 
Kays W.H 
C.P.O 
P.O. 
P.O. 
Carpenter 


Cook 





Hutton R.A 
McKellar W.W 
O'Donnell T.P 
Miliken-Brown W 
Billinge D 
Fenton A.S 
Charlton T 
Youngs A.J 
Barton N.F 
Chedotal F.J 


Captain Boyle P 
Chief Eng Officer Crowe W 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 
Electrical Officer 


Chakraborty G.C 
Bose S.C 

Sing D 

Nicholas D.F 
Mohammed T 





Webster A.D.C 
Willoughby B 
Quayle G.T 
Whitten S.J 
Fairhurst F.W 
Robbins K 


Hampshire 
Gas Carrier - 52,647 cubic metres 


Captain McWilliam J.M 
Chief Eng Officer McIntyre P.A 











Chief Officer Baker A.R 2nd Eng Officer Bell R.C 
2nd Officer Taylor R.W Cargo Engineer Bell W.C 
3rd Officer Jones S.K 3rd Eng Officer Elliot A.K 
Deck Cadet Bleasby S.C 4th Eng Officer Hulley P.G 
Deck Cadet Whiting I.M Jnr Eng Officer Ford M.F 

Radio Officer Bunce M.O.B Jnr Eng Officer Hunt W.L 

Purser Buckley W Engineer Cadet French M.A 
Engineer Cadet Critchley K.S 
Electrical Officer Lewis D.S 
C.P.0 Morrison R 
Cook Jones W.H 
Storekeeper Cunningham W 

Herefordshire ITI 
General Cargo - 16,707 d.w.t. 

Captain Arthur K 

Chief Eng Officer Marsh N 

Chief Officer Southby M 2nd Eng Officer Jones F.J 
2nd Officer Hopkinson R.W 3rd Eng Officer Findlay K.W 
3rd Officer Burnett A.D 4th Eng Officer Johnson H.C 

Deck Cadet Macnicol D.H Jnr Eng Officer Powell A.K 
Deck Cadet Haley G.S Engineer Cadet Rainsford C 
Deck Cadet Shaw P.J Engineer Cadet Wilding C.M 
Deck Cadet Box D.G Electrical Officer Meacock R.N 
Radio Officer Wade C 
Purser Blackhurst D 
C.P.0 Dey N.K 
P.O. Dey G.B 
P.O. SenS.C 
Carpenter Clark F.R 
Cook LaliC 





Laid Up 


Captain HudsonA 
Chief Eng Officer Ford A.J.K 


3rd Eng Officer Currid J.P 
3rd Eng Officer Potter D.A 
3rd Eng Officer Seel R.V 

3rd Eng Officer Walker F.M 
3rd Eng Officer Edmunds A.N 
4th Eng Officer Mann T.E.R 
Jnr Eng Officer Condick R.C 
Jnr Eng Officer Lilley R 

Jnr Eng Officer Jensen M 
Jnr Eng Officer Jones R.C 





Deck Cadet Smith A.G 


Lancashire IV 
General Cargo - 16,707 d.w.t. 


Captain Gowsell K 
Chief Eng Officer Parker E.A 





Chief Officer Moore A.M 2nd Eng Officer Higgins J 
2nd Officer Francis C.D 3rd Eng Officer Disley P.M 
3rd Officer Slade C.J 4th Eng Officer Whittle A.J 
Deck Cadet Hook J.P Jnr Eng Officer Quirk R.A 
Deck Cadet Beale J.H Engineer Cadet Jones G.A 
Deck Cadet Claughton N Engineer Cadet Nellingan D.J 
Deck Cadet Hunt N.P Electrical Officer Kerrison T.C 

Radio Officer Howard P.R 

Purser Kimberley D 
C.P.0 Paul B.K 
P.O. Aikat D.D 
P.O. Barua S.C 


Carpenter Tregidgo A.J 
Cook Toyab 


Lincolnshire 
Gas Carrier - 31,296 cubic metres 


Captain Horn M.J 
Chief Eng Officer Rowe A 





Staff Captain Reeves M.M 2nd Eng Officer Carr D 
Chief Officer Greenhalgh A Cargo Engineer Slater M 
2nd Officer Bhandara J.B 3rd Eng Officer Holt D 
3rd Officer Bindon P.J 4th Eng Officer Carter A.P 
Deck Cadet Cooke R.F Jnr Eng Officer Emmins C 
Radio Officer Palethorpe J.G Jnr Eng Officer Houston D.A 
Purser Chadwick D.H Electrical Officer Hall J.L 


Electrical Officer Parkin N.J 
C.P.0 Hughes M 
Cook Jones C.J 
Storekeeper Bond R 





Northamptonshire 
Geared bulk Carrier - 38,457 d.w.t. 


Captain Taylor J.R 
Chief Eng Officer Yates D.C 





Chief Officer Hardy P.S 2nd Eng Officer Eccles W.G.A 
2nd Officer Harris S.N 3rd Eng Officer Taylor R.B 
3rd Officer Grace J.J 4th Eng Officer Coulson G.A 
Deck Cadet Greenall C.E Jnr Eng Officer Pickering A.L 

Radio Officer Waller R.A Electrical Officer Campbell N.C 

Purser McNeil R 
C.P.0 PoW.L 
P.O. Chun C.Y 
Cook Yung Y 


Leading Steward WaH.W 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 


Silver Bridge 


Oil/Bulk/Ore Carrier - d.w.t. 
(Silver Line Ltd) 


Captain Gavin J.S 
Chief Eng Officer Robinson J 





Malpass N.H 2nd Eng Officer MacDonald J.A.M 
Krikor A.A 3rd Eng Officer Sillars R.M 
Hargreaves W.J.M 3rd Eng Officer Pawson B.S 
Haines J 4th Eng Officer Spivey S.J 
Raymond W.D Electrical Officer Lane T 
Stirling Bridge 
Bulk Carrier - d.w.t. 
(Silver Line Ltd) 
Captain Waldie J.W 

Chief Eng Officer Willoughby R.S 
Bayliss F.A 2nd Eng Officer Turbitt D 
Brough R.W.A 3rd Eng Officer Haggerston A 
Attard Montalto L.P 4th Eng Officer Twemlow A.J 
Meades G.W Engineer Cadet Hay N.W 
Hosick L.G Engineer Cadet Hossack I.K 


Electrical Officer Hallam D 


Warwickshire 


General Cargo - 15,924 d.w.t. 


Captain McLeod K 
Chief Eng Officer McCarthy J.S 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 





Gledhill S,H 2nd Eng Officer Suddick A.C 
Brocklesby M.S 3rd Eng Officer Britton M.A 
McDowell P.R 4th Eng Officer Eastwood S 
Greaves A.S Jnr Eng Officer Cook A 
Singleton G.H Engineer Cadet Daintree A.J 
Wilkinson J.M Engineer Cadet Leach J.L 
Makin J Electrical Officer Williams D.A 
Kennedy J.R 
C.P.0 Bhattacharjee P 
P.O. Paul K.C 
P.O. Biswas D.K 
Carpenter Hughes (ch) P 
Cook Chatterjee C.R 
Wiltshire 


Gas Carrier - 15,495 cubic metres 


Captain Owen H.R 
Chief Eng Officer Mullaly A.E 





Chief Officer Court R.J 


2nd Officer 
3rd Officer 
Ext 3rd Officer 
Radio Officer 


Marsh C.H 
McNaught | 
King B.J 

Breivik P.R 


Purser Thompson P 


2nd Eng Officer Turner W.G 
Deck Eng Officer Steel E.P 
3rd Eng Officer O'Brien T.H 
4th Eng Officer Hudson S 
Jnr Eng Officer Morris T 
Electrical Officer Errington C 


C.P.0 Hale D.J 


Cook JoyB 
Storekeeper Kelly J 





